
25X1 A6a 

The ceiling for Office of Training is 
increased by 5. This is to accgigw 
increase of positions in the 
Field as of Feb. 10, 1953# ] 


Approved by DDA according to notification 
received from Office cf the Personnel 
Director. 


HEW OFFICE TOTALS 1 

Office total 
Office ceiling 

1 
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APPROVAL 


VOchanqes listed above are hereby approved. Please make changes on ofj 

new machine printed T /0 pagep> 
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